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" none at all, but the mariners ". The struggle
went on " while day lasted, and for some hours
of the night ", and as the Spanish ships were
beaten off " so others came always in their place,
so that The Revenge never had less than two
mighty galleons by her sides ". Grenville himself
was wounded early in the fight, but he kept on
deck till midnight, when he was shot both in the
body and in the head, and was carried below.
" As the day increased, so our men decreased,
and as the light grew more and more, by so much
the more grew our discomforts." At this point
one little ship from the English fleet, The Pilgrim,
crept back " commanded by Jacob Whiddon who
hovered all night " to see what happened. Now,
being discovered as day-dawned she " was hunted
like a hare amongst many ravenous hounds, but
escaped ".
Fifteen attacks ha(T been beaten off, and the
Spaniards " so ill approved their entertainment"
they were ready to treat. The Revenge had used
up all her powder " to the last barret*", forty of
her men were killed out of the hundred able-
bodied who had manned her when she began the
fight. Her masts had been " all beaten overboard,
all her tackle cut . . . and she was evened with
the water and but the very bottom of a ship,
nothing being left overhead for flight or defence ".
The enemy were " in a ring round about, and
The Revenge not able to move one way or other ".
It was now that Sir Richard gave his famous